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storical                                         The scheme was taken inrhand in 1867,
The Collector and the Executive
Engineer of the time submitted a
joint report regarding the neces-
sity of irrigation in Satara district,
the eastern part of which suffered
heavily from frequent draughts,
Major Penny took the proposal in
hand, and a rough project for a
tank at Eajewadi was drawn up.
But as the whole area under por-
posal wa? entirely in a native state,
further investigations were made
with a view to get all irrigation in
British territory as far as possible.
This was considered feasible and a
project was framed accordingly in
the year 1877.
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